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CGwhLubhTIAL 

CENTRAL INTliiijJuIGLwCK A GANG I 



XI A 


. 17 z : j ? yp:d 

fey to "op in Attachment II 


1 , :h_iley block "’or roit-in-: ships cut of th: vator. This has been rebuilt 
tn nee IPlj 5* 


3- T$uil ling approximately 100 x 1*0 meters. 

a. ror^e, machine shoos, and locksmith’s vorkshop. 

V) . Compressor installation, 
c* Compressed air tank* 
d. Transformer, 

it* Snail wooden pier for dockin ' smaller vessels. THs has been rebuilt since 
r -. Chimney. 

6-, holler 4 Vr -o, housed in n building ap^r. xinatoly DiO x 60 meters. In this ^ell- 
eouinned shop, ship boilers arc remain* . 

a. Pile;' for*e. 

b. torre* 

c. Special heatin'" furnace* 

7. Carbide storage bouse* 

h. Iron dump, containing sheet, and section is on. 

9 v ’/ami s ) an ' s hop „ 

'.0. The eld machine shop, housed in a ttvo-stc "*y bail din ' approximately 00 x 2i« 
meters. It is equipped ith new metalwork in*' machines, chiefly of American 
and Carman origin. Cn the second floor is a small locksmith's shop. 

hi, ‘‘‘ a, rehouse . 

3?. toiler house, which is not a po T,r er ii st^.llat:« on in the ut tal sense but 
limited to the generation of steam nactssary for the hammers , presses, 
heating, etc. The boilers are heats;* w ith oil shale. In the boiler house 
there is also a diesel unit used as an emergency installation for generating 
current. It is adequate only for the generation of po^er ft, . lighting. 

Current in ordinarily provided by the nearby pc^er station* 

1.1* Several -storied stone administration brildinr:;, *'*hich houses in Edition to 
offices the installations kitchen and Its main store roers. 

It... trlvanizin v shop. 
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